no i'gnition sources were present in any of the cited areas,
In addition, the belt drives are monitored by heat activated
sensors and are protected by a deluge sprinkler system.  The
settlement motion also notes that no individuals were
scheduled to work at the cited area during the shift.  These
factors reduce the likelihood .and severity of the hazard.  !
accept the Solicitor's representations and approve the
recommended settlement.

Accordingly, the motion to approve settlement is GRANTED
and the operator is ORDERED TO PAY $2,500 within 30 days from
the date of this decision.

Paul Merlin

Chief Administrative Law Judge

Di stri bution:

William T. Salzer, Esq., Office of the Solicitor, U. S. De-
partment of Labor, Room 14480-Gateway Building, 3i>35 Market
Street, Philadelphia, PA 19104 (Certified Mail)

William M. Darr, Esq., 655 Church Street, Indiana, PA  15701
(Certified Mail)

Michael H. Holland, Esq., UMWA, 900 15th Street, N.W.,
Washington, DC 20005 (Certified Mail)

Mr. Edward J. Onuscheck, 655 Church Street, Indiana, PA
15701  (Certified Mail )

1480 The inspector observed three areas of accumulation
